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Dear  Governor  Byrne:  "  !  ' _ j 

Inclosed  is  the  Phase  I  Inspection  Report  for  Upper  Highland  Lake  Dam, 

Sussex  County,  New  Jersey  which  has  been  prepared  under  authorization  of  the 
Dam  Inspection  Act,  Public  Law  92-367.  A  brief  assessment  of  the  dam's 
condition  is  given  in  the  front  of  the  report. 

Based  on  visual  inspection,  available  records,  calculations  and  past 
operational  performance,  Upper  Highland  Lake  Dam,  a  higjh  hazard  potential 
structure,  is  judged  to  be  in  good  overall  condition.  The  dam's  spillway  is 
considered  inadequate,  as  59  percent  of  the  Spillway  Design  Flood  (SDF) 
would  cause  the  dam  to  be  overtopped.  The  SDF,  in  this  instance,  is  one 
half  of  the  Probable  Maximum  Flood  (PMF).  Additional  hydraulic  and 
hydrologic  studies  are  believed  unnecessary  since  removal  of  one  of  three 
flashboards  at  the  spillway  will  increase  its  capacity  sufficiently  to 
accommodate  the  design  flood.  To  ensure  adequacy  of  the  structure,  the 
following  actions,  as  a  minimum,  are  recommended: 

a.  It  is  recommended  that  monitoring  of  the  leak  begin  immediately 
along  with  investigations  to  determine  its  cause  and  the-  remedial  action 
that  might  be  required.  In  addition,  it  is  recommended  that  one  of  the 
flashboards  be  permanently  removed  or  that  a  method  be  developed  which  will 
absolutely  guarantee  the  removal  of  at  least  one  flashbasard  for  any 
discharge  condition  that  may  be  encountered  at  the  spillway. 

b.  Within  twelve  months  from  the  date  of  approval  a-f  this  report  the 
following  remedial  actions  should  be  initiated: 

(1)  Filling  and  seeding  the  eroded  areas  on  the  crest  and  downstream 
slope  of  the  dam.  The  upstream  face  should  be  protectei  against  wave  action 
by  the  emplacement  of  riprap  along  the  crest  at  the  water  line. 

(2)  Tree  and  brush  growing  on  the  downstream  side  of  the  embankment 
should  be  removed. 
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(3)  If  the  source  of  die  seep  at  the  toe  of  the  dam  cannot  be 
determined,  the  area  should  be  brought  up  to  the  prevailing  elevation  of  the 
toe  utilizing  a  graded  filter  material  designed  to  retard  flow  and  prevent 
the  movement  of  fine  material. 

(A)  All  spalled  and  deteriorated  concrete  at  the  spillway  should  be 
repaired  and  the  siltation  on  the  upstream  side  of  the  weir  should  be 
removed . 


c.  It  is  recommended  that  the  association's  existing  work  program  be 
expanded  to  include  periodic  maintenance  of  the  dam  and  the  development  of 
operational  procedures. 

d.  The  owners  should  develop  an  emergency  action  plan  and  downstream 

warning  system  to  minimize  the  potential  for  flood  damage  downstream. 

♦ 

A  copy  of  the  report  is  being  furnished  to  Mr.  Dirk  C.  Hoftaan,  New  Jersey 
Department  of  Environmental  Protection,  the  designated  State  Office  contact 
for  this  program.  Within  five  days  of  the  date  of  this  letter,  a  copy  will 
also  be  sent  to  Congressman  Courter  of  the  Thirteenth  District.  Under  the 
provision  of  the  Freedom  of  Information  Act,  the  inspection  report  will  be 
subject  to  release  by  this  office,  upon  request,  five  days  after  the  date  of 
this  letter. 

Additional  copies  of  this  report  may  be  obtained  from  the  National  Technical 
Information  Services  (NTIS),  Springfield,  Virginia  22161  at  a  reasonable 
cost.  Please  allow  four  to  six  weeks  from  the  date  of  this  letter  for  NTIS 
to  have  copies  of  the  report  available. 

An  important  aspect  of  the  Dam  Inspection  Program  will  be  the  implementation 
of  the  recommendations  made  as  a  result  of  the  inspection.  We  accordingly 
request  that  we  be  advised  of  proposed  actions  taken  by  the  State  to 
implement  our  recommendations. 


Sincerely, 


As  stated  Lieutenant  Colonel,  Corps  of  Engineers 

Commander  and  District  Engineer 

Copies  furnished: 

Mr.  Dirk  C.  Hofman,  P.E.,  Deputy  Director 

Division  of  Water  Resources 

N.J.  Dept,  of  Environmental  Protection 

P.0.  Box  CN029 

Trenton,  NJ  08625 

Mr.  John  O'Dowd,  Acting  Chief 
Bureau  of  Flood  Plain  Regulation 
Division  of  Water  Resources 
N.J.  Dept,  of  Environmental  Protection 
P.0,  kox  CN029 
Trenton,  NJ  08625 
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UPPER  HIGHLAND  LAKE  DAM  (NJ00797) 


CORPS  OF  ENGINEERS  ASSESSMENT  OF  GENERAL  CONDITIONS 


This  dam  was  inspected  on  24  March  1981  by  Louis  Berger  and  Associates, 

Inc.,  under  contract  to  the  State  of  New  Jersey.  The  State,  under  agreement 
with  the  U.S.  Army  Engineer  District,  Philadelphia,  had  this  inspection 
performed  in  accordance  with  the  National  Dam  Inspection!  Act,  Public  Law 
92-367. 

Upper  Highland  Lake  Dam,  a  high  hazard  potential  structure,  is  judged  to  be 
in  good  overall  condition.  The  dam's  spillway  is  considered  inadequate,  as 
59  percent  of  the  Spillway  Design  Flood  (SDF)  would  cause  the  dam  to  be 
overtopped.  The  SDF,  in  this  instance,  is  one  half  of  the  Probable  Maximum 
Flood  (PMF).  Additional  hydraulic  and  hydrologic  studies  are  believed 
unnecessary  since  removal  of  one  of  three  flashboards  at  the  spillway  will 
increase  its  capacity  sufficiently  to  accommodate  the  design  flood.  To 
ensure  adequacy  of  the  structure,  the  following  actions,  as  a  minimum,  are 
recommended : 

a.  It  is  recommended  that  monitoring  of  the  leak  begin  immediately 
along  with  investigations  to  determine  its  cause  and  the  remedial  action 
that  might  be  required.  In  addition,  it  is  recommended  that  one  of  the 
flashboards  be  permanently  removed  or  that  a  method  be  developed  which  will 
absolutely  guarantee  the  removal  of  at  least  one  Dashboard  for  any 
discharge  condition  that  may  be  encountered  at  the  spillway. 

b.  Within  twelve  months  from  the  date  of  approval  of  this  report  the 
following  remedial  actions  should  be  initiated: 

(1)  Filling  and  seeding  the  eroded  areas  on  the  rxest  and  downstream 
slope  of  the  dam.  The  upstream  face  should  be  protected  against  wave  action 
by  the  emplacement  of  riprap  along  the  crest  at  the  water  line. 

(2)  Tree  and  brush  growing  on  the  downstream  side  of  the  embankment 
should  be  removed. 

(3)  If  the  source  of  the  seep  at  the  toe  of  the  dam  cannot  be 
determined,  the  area  should  be  brought  up  to  the  prevailing  elevation  of  the 
toe  utilizing  a  graded  filter  material  designed  to  retard  flow  and  prevent 
the  movement  of  fine  material. 

(4)  All  spalled  and  deteriorated  concrete  at  the  spillway  should  be 
repaired  and  the  siltation  on  the  upstream  side  of  the  seir  should  be 
removed . 


c.  It  is  recommended  that  the  association's  existing  work  program  be 
expanded  to  include  periodic  maintenance  of  the  dam  and  the  development  of 
operational  procedures. 

d.  The  owners  should  develop  an  emergency  action  plan  and  downstream 
warning  system  to  minimize  the  potential  for  flood  damage  downstream. 


APPROVED : 


Lieutenant  Colonel,  Corps  of  Engineers 
Commander^ and  District  Engineer 


Name  of  Dan  Upper  Highland  Lake  Dan  Fed  ID*  NJ  00797 


Upper  Highland  Lake  Dan  is  considered  to  be  in  a  generally 
good  overall  condition  although  its  spillway  capacity  can 
accommodate  only  58%  of  the  1/2  PMF  design  storm.  It  is 
recommended  that  the  dam  be  evaluated  within  the  framework 
of  the  high  hazard  classification  due  to  the  high  potential 
for  severe  property  damage  and  loss  of  life  immediately 
downstream  of  the  dam.  Additional  hydraulic  and  hydrologic 
studies  are  believed  unnecessary  since  removal  of  one  of 
three  flashboards  at  the  spillway  will  increase  its  capacity 
sufficiently  to  accommodate  the  desian  flood.  Investiga¬ 
tions  to  determine  the  source  of  a  seep  at  the  downstream 
toe,  and  its  repair,  should  begin  immediately  as  should  an 
evaluation  of  methods  to  provide  for  drawdown  of  the  lake. 

It  is  recommended  that  one  of  the  flashboards  be  removed 
immediately  or  that  a  method  be  provided  that  would 
guarantee  removal  of  a  flashboard  during  periods  of  high 
discharge  at  the  spillway.  Remedial  measures  to  be  under¬ 
taken  in  the  near  future  include  the  repair  of  the  concrete 
at  the  spillway,  removal  of  brush  and  trees  from  the  embank¬ 
ment,  emplacement  of  riprap  on  the  upstream  slope  of  the 
dam,  repair  of  the  eroded  areas  on  the  embankment,  and 
removal  of  the  sedimentation  on  the  upstream  side  of  the 
spillway  weir.  It  is  further  recommended  that  the  owner 
develop  an  emergency  action  plan  and  warning  system  to 
reduce  the  downstream  hazard  potential. 


Abranam  Perera  P.E. 
Project  Manager 
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This  re  cor*:  is  oreoare-d  under  Guidance  contain*  i  in  the 


oo:.Uaic  train  the  Octree  of  Chief  of  Tnoi-.eers,  Washington , 

D.C.  2031  4  .  The  curnose  of  Chase  1  invest : a  a  t i o  n  s  is  to 
identify  exoeditiausl  these  dans  tnat  tav  0033  hazards  to 

co.oaiaicn  of  the  dan  is  daaat  on  available  data  and  visual 
inspections.  Detailed  invest  ip  atic.n  and  analyses  involving 
topographic  napping,  sac-surface  investigations,  testing,  and 
detailed  computational  evaluations  are  beyond  the  scope  of  a 
Phase  I  investigation;  however,  the  investigation  is 
intended  to  identify  any  need  for  such  studies. 

In  the  review  of  this  report,  it  should  he  realised  that  the 
reported  cond iticn  of  the  dan  is  based  on  observations  of 
field  conditions  at  the  tine  of  inspection  along  with  data 
available  to  the  inspection  team.  It  is  important  to  note 

that  the  condition  of  a  dan  depends  on  numerous  and  con-  * 

stantiy  changing  internal  and  external  conditions  and  is 
evolutionary  in  nature.  It  would  be  incorrect  to  assume 
that  the  present  condition  of  the  dam  will  continue  to 

represent  the  condition  of  the  dam  at  some  point  in  the  ' 

future.  Only  through  continued  care  and  inspection  can  i 

there  be  any  chance  that  unsafe  conditions  will  be  detected. 

Phase  I  inspections  are  not  intended  to  provide  detailed  t 

hydrologic  and  hydraulic  analyses.  In  accordance  with  the  > 

established  guidelines,  the  spillway  test  flood  is  based  on  j 

the  estimated  "probable  maximum  flood"  for  the  region  ! 

(greatest  reasonable  possible  storm  runoff)  or  fractions 
thereof.  The  test  flood  provides  a  measure  of  relative 
spillway  capacity  and  serves  3s  an  aid  in  determining  the 
need  for  more  detailed  hydrologic  and  hydraulic  studies, 

considering  the  size  of  the  dam,  its  general  condition,  and  [ 


ff  the  downstream  damage  potential. 
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:  II  FOR"  A 


1.1  GENERAL 


a.  .■lUthori:;' 

This  repot"  is  authorised  bv  the  D at  Inspection 
Act,  Public  Lav  ?  2- 3  5  ~ ,  and  has  been  nrenared  in 
accordance  vi th  Contract  FPM-36  between  Louis 
Berger  s  Associates,  Inc.  and  the  State  of  New 
Jersey  and  its  Department  of  Environmental  Pro¬ 
tection,  Division  of  Water  Resources.  The  State, 
in  turn,  is  under  agreement  with  the  L'.S.  Army 
Corps  of  Engineers,  Philadelphia  to  have  this 
inspection  performed. 

b.  Purpose  of  Inspection 


The  purpose  of  this  inspection  is  to  evaluate  the 
structural  and  hydraulic  condition  of  the  Upper 
Highland  Lake  D an  and  appurtenant  structures  and 
to  determine  if  the  dam  constitutes  a  hazard  to 
human  life  or  property. 

1.2  DESCRIPTION  OF  PROJECT 

a.  Description  of  Dam  and  Appurtenances 


Upper  Highland  Lake  Dan  is  a  311-foot-long  ear 
structure  with  a  concrete  spillway  located  at 
left  abutment.  The  embankment  has  a  maximum,  h 
of  17.6  feet,  a  crest  width  of  IS  feet,  and  a 
stream  slope  of  2H.-1V.  A  1 5-foot-wide ,  48-foo 
long  concrete  and  wooden  docking  and  deck  stru 
ture  extends  21  feet  into  the  lake  about  100  f 
from  the  right  abutment.  The  L 6 . 7  5-foot-wide 
concrete  weir  has  2  wooden  and  1  steel  3-inch- 
flashboards  and  a  stee L-truss-sunported  concre 
foot  bridge  extending  between  the  spillway  sid 
walls.  The  clear  opening  at  the  spillway  is  p 
sently  19  inches  by  16.75  feet.  Discharge  ove 
weir  drops  6  feet  10  inches  to  a  20-foot-long 
Crete  apron  before  entering  a  small  rock-lined 
stream  channel  and  flowing  about  100  feet  to  a 
foot  by  2-foot  oval  pipe  culvert  extending  und 
the  community  tennis  courts. 


the 

eight 

down- 


re- 
r  the 


W  / 


The  h:.  is  in  a  small  depression  dp.  the 

slopes  bcr.iur mg  the  vest  side  or  Highland  lake;  it 
is  locat-  near  Hicoiarv:  lake  -oar  occur  5  00  feet 
north  of  its  junction  witr.  Algonquian  P.oad  in 
Vernon  Township,  Sussex  County,  lew  Jersey.  The 
reservoir  is  occur  1“3  feet  celow  the  c rest  of 


Hawaya nd a  Mountain  in  the  north  central  portion  of 
the  community  of  Highland  lakes  and  may  be  reached 
via  Route  515  and  Highland  lake- Road. 

c.  Size  Classification 

The  dam  has  a  maximum  height  of  17.  <5  feet  and  a 
maximum  storage  capacity  of  106  acre-feet.  Accord¬ 
ingly,  this  dam  is  in  the  small  size  category  as 
defined  by  the  criteria  in  the  Recommended  Guide¬ 
lines  for  Safety  Inspection  of  Dams  (storage  less 
than  1,000  acre-feet  and  height  less  than  40 
feet )  . 

d.  Hazard  Classification 

The  dam  is  located  in  the  middle  of  extensive  resi¬ 
dential  development  in  the  community  of  Highland 
Lakes.  The  downstream  channel  decreases  in  size  as 
it  descends  the  mountain  slope  and  meanders  between 
homes  and  the  residential  street  system.  Community 
tennis  courts  are  located  at  the  tee  of  the  dam  and 
two  homes  are  situated  immediately  across  the  road 
from  the  downstream  end  of  the  courts.  A  failure 
could  cause  extensive  damage  to  these  and  other 
homes  and  could  result  in  a  significant  loss  of 
life  particularly  if  the  tennis  courts  were 
occupied  at  the  time  of  the  failure.  Accordingly, 
it  is  recommended  that  this  dam  be  classified  as 
high  hazard. 


e.  Owner 

This  dam  is  owned  by  the  Highland  Lakes  Country 
Club  and  Community  Association  Inc.,  Highland 
Lakes,  Mew  Jersey. 

f.  Purpose  of  Dam 

The  dam  was  constructed  for  the  purpose  of  creating 
a  recreational  lake. 


2 


Although  tr.c-rq  aro  no  engineering  or  construction 
records  aw.iaole,  other  dams  created  by  the  sate 
developer  .n  tr.e  Highland  Lakes  cot" unity  ve re¬ 
designed  ov  Newel  C.  Harrison,  Butler,  N.J.  and 
constructed  by  Collar  i,  VanBlackon,  General 
Contractors  of  Vernon,  'I.j.  It  is  possible  that 
the  same  firms  erected  this  structure. 

h.  Normal  Operating  Procedures 

TJigitg  aro  r. o  zz !r~ 3 1  zz  zz  z  z  z  r.z  c jtc c 9 z. z v 3 s  "hat  32tg 
applicable  to  this  dam.  However,  a  full-time  main¬ 
tenance  staff  is  erplcved  by  the  Lake  Association 
for  the  purpose  of  greundskeeping  and  repair. 

PERTINENT  DATA 

a.  Drainage  Area 

Upper  Highland  Lake  Cam  has  a  drainage  area  of  0.12 
square  miles,  which  consists  primarily  of  woodland 
and  suburban  residential  development. 

b.  Total  spillway  capacity  at  maximum  pool  elevation 

(top  of  dam)  -  162  cfs 

c.  Elevations  (feet  above  MSL) 

Top  of  dam  -  1,272 

Spillway  crest  -  1,269.8 

Streambed  at  centerline  of  dam  -  1,254.4 

d.  Reservoir 

Length  of  maximum  cool  (top  of  dam)  - 
320  feet 

Length  of  recreational  pool  (spillway  crest)  - 
800  feet 

e.  Storage  (acre-feet) 

Top  of  dam  -  106.0 

Recreation  pool  -  84.2 

f.  Reservoir  Surface  (acres) 

Top  of  dam  -  10.6 

Recreational  pool  -  9.2 
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Type  —  Earth  wcth  concrete  soil!  wa v  at  left 
aoutment. 

Length  -  311  feet 

Height  -  1".  3  feet 
Top  Width  -  15  feet 

Side  Slopes  -  2  H :  1 7  towns  tr:-a~;  unknown  upstrea 

Zoning  -  Unknown 

Impervious  Core  -  Unknown 

Cutoff  -  Unknown 

Grout  Curtain  -  Unknown 

h.  Diversion  and  Regulating  Tunnel  -  None 

i.  Spillway 

Type  -  Concrete  weir  with  ’wood  and  metal  flash- 
boards.  Trapezoidal  channel  at  right 
abutment. 

Weir  Length  -  16.75  feet 
Gates  -  None 

U/S  Channel  -  Eight-foot-long  sand  and  gravel 
approach  channel. 

D/S  Channel  -  Concrete  spillway  apron  about  20 
long . 

j.  Regulating  Outlets 

None  -  no  draw  down  facilities. 
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2.1  DESIG 


A  search  of  various  agencies  and  discussions  with 
the  owner's  representatives  failed  to  produce  any 
design  details,  reports,  or  drawings.  All 
dimensions  depicted  herein  we  re  measured  in  the 
field. 


2.2  CONSTRUCTION 


Although  it  is  believed  this  dan  was  constructed  by 
the  sane  contractor  that  built  the  other  dans  in 
this  region,  no  construction  details  were  available 
to  the  inspection  team.  The  contractor  could  not 
be  located  nor  were  as -built  plans  available. 

There  are  no  records  of  the  construction  plans  hav¬ 
ing  been  filed  with  the  MJDE?  or  of  any  inspections 
made  by  State  engineers. 

The  dam  is  located  in  a  region  underlain  by  the 
Pre-Cambrian  age  Byram  gneiss,  a  dense,  hard,  and 
characteristically  banded  netamorphic  granitoid. 

The  reservoir  occupies  a  smail,  root-bound  depres¬ 
sion  caused  by  glacial  scouring.  The  thin  over¬ 
burden  in  this  area  consists  primarily  of  silt  and 
organic  material. 


2.3  OPERATION 

No  data  pertaining  to  the  operation  at  this  dam  was 
obtained  (see  Section  4). 

2.4  EVALUATION 

a.  Availability 

Although  the  hydraulic  and  hydrologic  conditions 
could  be  determined  from  field  measurements  and 
observations,  several  design  criteria  could  not  be 
evaluated  due  to  a  lack  of  engineering  data,  in¬ 
cluding  the  depth  to  bedrock,  condition  of  founda¬ 
tion,  existence  and  configuration  of  a  cutoff  or 
corewall,  and  the  relative  permeability  of  the 
embankment . 
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Although  no  :nitr~acion  pertaininq  to  the  dan's 
internal  r.a-ieup  was  obtained,  fie  id  ooservations 
compline.". t -d  by  hydraulic  and  hydrologic  caicuia 
tions  performed  by  the  inspection  team,  provided 
sufficient  data  on  which  to  base  an  assessten 
the  dam's  overall  safe-tv  within  the  ourview  o 
PL  92-367. 


Va  1  id  i  tv 


No  design  data  are  availatle  for  assessment. 


i  n  tt 


3.1  FINDINGS 


a.  General 

Visual  inspection  of  Upper  Highland  Lake  Par. 

(a.k.a.  Lake  One  Dar.)  was  performed  on  March  24, 
1931  at  which  tine  the  lake  level  was  about  5 
inches  below  the  top  of  the  fiashboards  since  the 
f lashboards  were  weired  open  slightly  to  keep  the 
lake  at  a  lower  elevation  during  the  'winter.  The 
dart  appears  to  be  in  Generally  good  condition 
although  some  light  erosion  was  noted  on  the 
downstream  embankment  and  a  substantial  seep  was 
observed  at  the  toe  of  the  dam  about  100  feet  to 
the  right  of  the  spillway. 

b.  Dam 

The  dam's  embankment  is  in  fairly  good  condition, 
although  it  is  slightly  uneven  horizontally.  The 
back  portion  of  the  crest  is  generally  4  to  6 
inches  higher  than  the  front  as  a  result  of 
pedestrian  traffic.  Minor  erosion  was  noted  along 
the  upstream  edge  of  the  crest,  presumably  due  to 
wave  action,  and  at  two  locations  on  the  down¬ 
stream  slope,  which  appear  to  be  paths.  Erosion 
was  also  noted  adjacent  to  the  spillway  wingwall 
and  the  concrete  portion  of  the  dock  and  deck  struc 
ture.  While  the  downstream  slope  of  the  embankment 
has  a  substantial  grass  cover,  it  also  supports 
numerous  pine  trees,  some  as  large  as  13  inches  in 
diameter.  A  substantial  seep  was  observed  slightly 
beyond  the  toe  of  the  dam  and  about  100  feet  to  the 
right  of  the  spillway.  The  seepage  area  contains 
a  1-foot-deep  standing  pool  of  water  that  is  about 
6  feet  by  15  feet  in  areal  extent  and  appears  to  be 
about  3  feet  lower  in  elevation  than  the  prevailing 
dam  toe  elevation.  A  wet,  leaf-covered  channel 
extends  from  the  seep  and  intersects  the  spillway 
outlet  channel  near  the  oval  pipe  culvert.  The 
water  in  the  seepage  pool  contains  a  thick  orange 
precipitate,  suggesting  the  possibility  of  iron 
piping  in  this  area,  although  none  was  observed  or 
reported  at  this  location. 
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The  sniliway  and  sidewalls  are  in  fair  overall 
cond :  1 1 :  '  aithou~~.  -erne  concrete  deterioration, 
consonant  jith  toe  ace  of  the  structure,  was 
observed.  Spalling  and  cracking  of  the  spillway 
apron  was  observed,  and  a  horizontal  crack  ex¬ 
tended  the  width  of  the  spillway  about  13  inches 
below  the  top  of  the  weir.  Spalling  was  also 
somewhat  more  severe  at  the  junction  of  the 
spillway  slab  and  apron. 

d.  Reservoir  Area 

The  terrain  surrounding  the  lake  is  gently  sloping 
with  extensive  suburnan  development  to  the  east 
and  west  and  less  densely  developed  woodlands  to 
the  north.  A  sandy  beach  is  located  at  the  right 
abutment  and  several  docks  dot  the  shoreline  of 
the  lake.  Although  not  discernible  along  the 
face  of  the  dam,  there  is  a  sediment  build-up  at 
the  spillway  that  extends  to  within  3  feet  of  the 
top  of  the  wingwall.  This  level  is  about  7  inches 
higher  than  the  concrete  weir  crest  and  seems  to 
indicate  that  the  lake  is  always  lowered  by 
placing  edges  between  the  two  owesc  flashboards, 
causing  the  siltat ion  level  to  remain  at  that 
elevation. 

e.  Downstream  Channel 

The  downstream  channel  is  small  and  narrow,  extend¬ 
ing  diagonally  from  the  spillway  to  the  edge  of  the 
tennis  courts,  where  it  enters  a  2-foot  by  3-foot 
CMP  culvert  that  extends  under  the  courts  and  a 
road  another  15(1  feet  downstream.  The  terrain 
surrounding  the  channel  is  relativelv  flat  and 
lightly  wooded.  The  tennis  courts  located  to  the 
right  of  the  channel  are  6.1  feet  higher  in  eleva¬ 
tion  than  the  culvert  invert.  The  culvert  invert 
is  also  4.3  feet  lower  than  the  toe  of  the  dam. 
During  extremely  high  discharges,  the  area  between 
the  tennis  courts  and  the  left  abutment  area  must 
flood  due  to  the  relatively  small  discharge  capac¬ 
ity  of  the  culvert.  A  6-foot,  3-inch-high  timber 
retaining  wall  is  located  at  the  downstream  end  of 
the  tennis  courts.  A  local  road  extends  along  the 
bottom  of  the  retaining  wall  and  two  homes  are  lo¬ 
cated  on  the  opposite  side  of  the  road.  The  chan¬ 
nel  on  the  downstream  side  of  the  road  is  deeper 
and  wider  with  steep  side  slopes.  Several  homes 
are  situated  near  the  top  of  the  channel  500  to  700 
feet  downstream. 
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SECTION  4 


OPERATIONAL  PROCEDURES 


4.1  PROCEDURES 


There  are  no  formal  operating  procedures  presently 
in  existence  although  the  Laxe  Association  employs 
a  permanent  maintenance  crew  in  addition  to  sea¬ 
sonal  part-time  help.  This  staff  is  resonsir.  ic-  fcr 
groundskeeping ,  preventive  maintenance,  lake  cr.r- 
ations,  and  repairs  to  the  community  property,  sue 
present  operations  are  restricted  by  funding  limi¬ 
tations. 

4.2  MAINTENANCE  OF  DAM 


While  the  primary  responsibility  of  the  maintenance 
staff  centers  around  groundskeeping,  their  duties 
also  extend  to  repair  work  within  their  cat anility. 
It  appears  that  the  dan  is  presently  maintained  ir. 
an  adequate  manner,  although  attention  could  be 
concentrated  in  the  area  of  the  growth  and  light 
erosion  on  the  embankment  backslope. 

4 . 3  MAINTENANCE  OF  OPERATING  FACILITIES 

The  only  regulatory  components  at  the  dan  are  the 
spillway  flashboards.  While  no  fornal  maintenance 
procedures  exist  for  this  facility,  it  is  appar¬ 
ently  repaired  on  an  as-needed  basis  and  does  not 
appear  to  exhibit  any  obvious  signs  of  neglect. 

4 . 4  DESCRIPTION  OF  WARNING  SYSTEM  IK  EFFECT 

No  fornal  warning  system  is  presently  in  effect. 
Although  residents  living  near  the  dan  night 
observe  hazardous  conditions  during  heavy  storms 
and  notify  local  authorities,  it  was  observed 
tnat  the  downstream  homes  are  situated  in  very 
vulnerable  locations  with  respect  to  flood  flows. 

It  is  believed  that  only  am.  automated  warning 
system,  could  provide  sufficient  advance  notice 
downstream,  in  the  event  of  a  dam.  failure. 

4.5  EVALUATION  Cl  OPERATIONAL  ADEQUACY 


Tne  present  operational  procedures  and  community 
safeguards  are  deemed  to  oe  inadequate  in  view  of 
tne  location  and  position  of  the  dam  and  the  poten¬ 
tial  to  downstream  dam.ane.  A  neneral  community 
warning  system  and  emerce.nc"  action  plan  should  be 
cevelobed  alone,  •■it”  a  more  v. tensive  program,  of 
inspection  and  me  -  tv  nance . 


5.1  EVALU  ATI” 


a .  Design  Data 

In  accordance  with  the  criteria  presented  in  the 
Recommended  Guidelines  for  Safety  Inspection  of 
Dams ,  it  nas  aeon  determined  that  tne  Ucpe r  i g h - 
land  hake  Dam.  is  small  in  size  and  falls  within  the 
h ich  hazard  catogerv.  Accordingly,  the  spillway 
design  fioou  '  SDF)  was  determined  by  the  inspection 
team,  to  be  one-half  the  probable  maximum  flood 
(PMF).  The  inflow  hydrogracr.  was  calculated  using 
precipitation  data  from  Technical  Paper  40  and 
Technical  Memo  NWS  Hydro- 35.  In  accordance  with 
Corps  of  Engineers  directives,  the  inflow  hydro¬ 
graph  and  flood  routing  were  performed  utilizing 
the  HEC-1  computer  program.  Peak  inflow  to  the 
reservoir  for  the  1/2  PMF  was  578  cfs.  When  routed 
through  the  reservoir,  this  flow  was  reduced  to  279 
cfs.  The  spillway  capacity  before  overtopping 
occurs  is  162  cfs  and  therefore  can  only  accom¬ 
modate  5 31  of  the  design  flood.  In  its  present 
configuration,  the  spillway  capacity  is  inadequate 
although  not  seriously  inadequate  since  the  short 
duration  and  low  velocity  of  overtopping  during  the 
design  storm  would  probably  not  result  in  a  dam 
failure.  (See  paragraph  5.1  d,  Overtopping 
Potential ) . 

b.  Experience  Data 

There  were  no  operational  records  or  experience  in¬ 
formation  available  to  the  inspection  team  concern¬ 
ing  this  dam. 

c.  Visual  Observations 

There  are  no  indications  that  the  dam  has  ever  been 
overtopped,  although  hydraulic  calculations  indi¬ 
cate  overtopping  is  possible  with  the  1/2  PMF 
desiqn  storm.  The  inspection  team  noted  that  the 
spillway  flashboards  limit  the  discharge  capacity 
considerably  and  the  steel  bridge  truss  could  serve 
to  entrap  debris  during  severe  storms,  further  re¬ 
ducing  the  ability  of  the  spillway  to  accommodate 
heavy  storm  runoff. 


Tv ortcc"  ;  ■  :  ~  -  — 

3asen  nr.  ~  ~  :•  ry::  rv.  ;c  evaluation,  it  appears  that 
the  oar  .  oiid  bo  -w-ertc need  bv  2.0  inches  for 
approximately  30  minutes  during  the  i/2  ?MF  desi 
storm.  The  maximum  velocity  of  the  discharge  ov 
the  cam  would  be  about  2.25  feet  per  second  w hie 
due  to  tne  snort  duration  of  the  overtopping,  would 
probably  not  cause  significant  damage  to  the  dam  or 
result  m  a  dam  failure.  However  it  is  recommended 
that  the  overtopping  potential  oe  compietelv  elim- 
matec  ty  tne  removal  or  one  of  the  t.oree  3  — in.cn 
flasnooards.  This  wouid  increase  the  spillway 
capacity  to  250  cfs  and  reduce  the  routed  outflow 
to  220  ers  enabling  the  spillway  to  transmit  the 
design  storm  without  overtopping  the  dam. 


e .  Drawdown 

tlo  draw  down  facilities  were  observed  at  this  dam. 
This  is  considered  a  serious  deficiency  and  if,  in 
fact,  no  blowoff  exists,  studies  should  be  imple¬ 
mented  to  determine  a  feasible  method  of  draining 
the  lake  during  emergency  conditions. 
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SECTION  6  -  STRUCTURAL  STABILITY 


EVALUATION  OF  STRUCTURAL  STABILITY 

a.  Visual  Observations 

No  deficiencies  of  a  structural  nature  were  noted 
during  the  inspection  of  this  dam.  The  crest  is 
relatively  uniform  in  a  horizontal  plane,  and  al¬ 
though  the  width  of  the  dam  crest  varies  slightly, 
the  maximum  height-to-width  ratio  is  relatively 
modest  (1.1:1).  No  indications  of  mass  movement  of 
material,  such  as  settlement,  sloughing,  or  crack¬ 
ing,  were  noted.  However,  the  leak  observed  100 
feet  to  the  right  of  the  spillway  has  the  potential 
to  develop  into  a  more  serious  problem  if  left  un¬ 
corrected  . 

b.  Design  and  Construction  Data 

As  indicated  in  Section  2,  no  information  is  , 
available  regarding  the  design  or  construction 
history  of  the  dam.  However,  the  field  observa¬ 
tions  are  considered  adequate  to  render  an  eval¬ 
uation  of  this  dam's  structural  integrity. 

c.  Operating  Records 

While  no  formal  operating  records  are  maintained  by 
the  lake  association,  the  dam  appears  to  have 
performed  satisfactorily  since  its  construction. 

d.  Post  Construction  Changes 

There  are  no  records  of  any  structural  modifica¬ 
tions  performed  at  this  dam  nor  do  field  observa¬ 
tions  suggest  there  have  been  structural  changes 
since  the  original  construction. 

e.  Seismic  Stability 

Upper  Highland  Lake  Dam  is  located  in  Seismic  Zone 
1,  where  seismic  activity  is  slight  and  additional 
structural  loading  imparted  thereby  is  generally 
insignificant.  Experience  indicates  that  earthen 
dams  in  Zone  1  that  are  stable  under  static  loading 
conditions  will  maintain  their  structural  integrity 
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when  subjected  to  the  negligible  dynamic  ioac.r 
imposed  hv  the  weak  seismicity  characteristic  c 
this  area.  hr.  indicated  in  tne  preceding  p 
graphs,  this  oam  is  considered  statically  s 
witisin  its  present  configuration,  and  it  is  ass 
that  it  will  remain  stable  during  seismic  ioadi 
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DAM  ASSESSMENT 

a.  Safety 

Subject  to  the  inherent  limitations  of  the  Prase  I 
visual  inspection,  Upper  Highland  Lake  Dam  ;£ 
judged  to  be  in  a  generally  good  condition.  Hov  - 
ever,  the  spillway  is  capable  of  accommodating  criy 
58%  of  the  1/2  PM F  design  storm  with  the  fiasn- 
boards  in  place.  The  spillway  capacity  car.  re 
increased  to  260  cfs  by  providing  for  removal  of 
the  top  flashboara  during  periods  of  high  inflow. 

It  is  recommended  that  this  dam  be  placed  ir.  the 
high  hazard  category  due  to  the  high  potentia*  for 
loss  of  life  and  severe  property  damage-  immediately 
downstream  of  the  dam. 

b.  Adequacy  of  Information 

With  the  exception  of  visual  observations,  no 
information  was  available  for  use  in  evaluating  the 
condition  of  this  dam.  Although  no  data,  relative 
to  the  composition  or  construction  of  the  c-noank- 
ment  was  located,  field  observations  revealed 
nothing  of  concern  with  respect  to  the  condition  of 
the  dam.  The  geometry  of  the  structure  is  ouite 
uniform  and  it  has  a  generally  well-tended  appear¬ 
ance.  Accordingly,  the  information  gathered  in  the- 
field  is  considered  adequate  to  render  an  evalua¬ 
tion  of  the  dam’s  condition  within  the  purview  of 
PL  92-367. 

c.  Urgency 

While  implementation  of  the  recommendations  per¬ 
taining  to  routine  maintenance  may  be-  undertaken  in 
the  near  future,  it  is  felt  that  monitoring  of  thc 
leak  should  begin  immediately. 

c.  Lecossit v  fer  Further  Ftedv 

Since  removal  of  one  of  the  tr.rco  f-inch  flash- 
boards  will  increase  the  spillway  capacity  suffi¬ 
ciently  to  accommodate  the  1  '2  PMF  design  storm;, 
no  additional  H&H  studies  arc-  recommended  at  this 


tine.  However,  the  source  ol  trie  leak  at  tne  to¬ 
ot  the  dan  should  be  investiqatod  to  determine  if 
this  is,  m  fact,  the  location  of  a  low-level 
blowoff  pipe  drain.  If  no  drain  can  be  located  at 
the  dan,  it  is  recommended  that  studies  be  im la¬ 
mented  to  determine  the  most  feasible  manner  o: 
providing  adequate  draw  down  facilities  at  tne 
dam. 

rfcommehdations/remfdial  mfasup.es 

a.  Recommendations 

It  is  recommended  that  monitoring  of  the  leak  re  ait 
immediately  along  with  investigations  to  determine* 
its  cause  and  the  remedial  action  that  might  be 
required.  In  addition,  it  is  recommended  tr.at 
one  of  the  flashboards  be  permanently  removed  cr 
that  a  method  be  developed  which  will  absolutely 
guarantee  the  removal  of  at  least  one  f  iasr.ncarb 
for  any  discharge  condition  that  may  be  encountered 
at  the  spillway.  Remedial  actions  to  be  performed 
in  the  near  future  include: 

(1)  Filling  and  seeding  the  eroded  arc-as  on  the 
crest  and  downstream  slope  of  the  dam.  The 
upstream  face  should  be  protected  against  wave 
action  by  the  emplacement  of  riprap  along  the* 
crest  at  the  water  line. 

(2)  Tree  and  brush  growina  on  the  downstream  side- 
of  the  embankment  should  be  removed. 

(3)  If  the  source  of  the  seep  at  the  toe  of  the 
dam  cannot  he  determined,  the  area  should  be 
brought  up  to  the  prevailing  elevation  of  the 
toe  utilizing  a  graded  filter  material  de- 
sianed  to  retard  flow  and  prevent  the  movement 
of  fine  material. 

(4)  All  spalled  and  deteriorated  concrete  at  the 
sc  illway  should  do  repaired  and  the*  siltation 
on  the  upstream,  side  of  the  weir  should  be 
rcr^voc • 

b.  0 Maintenance  and  Procedures 

It  is  recommended  that  the  association's  existing 
work  program  r.-e  expanded  to  include  periodic  main¬ 
tenance  of  the  cam  and  tne  development  of  opera¬ 
tional  procedures.  The  owners  should  develop-  an 
emergency  action  clan  and  downstream  warning  sys¬ 
tem.  to  minimize  t:  * otentii.  for  flood  damage 
downstream. 


PLAN  OF  UPPER 
HIGHLAND  LAKE  DAM 

NOT  TO  SCALE 


Footbndge 


£7  1271  4 


Y  ff  1269.8 

Sedimentation/ 
Level  — ^ 


off 

i  *  *  -  '  «  o  *  <  / 


0°  ■  ■  «  00  ^ 
2  Wood  8  tMetot  8  '  F t o t n b oa r ds 


\ — Cone  Wingwalt 

- Stop  Log  Post 

£1  1267.8  \ 

Cone  !/ 

Weir  8  Apron  » 

\  £1.1264.7  ) 


SECTION  A-A 

SPILLWAY  ELEVATIONS 

NOT  TO  SCALE 


£t  1262  3 


£7  1269  8 


Upstream  Slope 
Unknown 


566&C 


Composition  unknown 


Ttiom  Link 
—  Fence 


Crest  £t  1272 


£7  125  4  4 


SECTION  B-B 

EMBANKMENT  ELEVATIONS 

NOT  TO  SCALE 


UPPER  HIGHLAND  LAKE  DAM 


CURE 


Check  List 
Visual  Inspection 
Phase  1 


EMBAPKMEMT 


FAILURES 


I 

I 

i 


I 

i 

! 


o 

Ui 


O 

J 


T5 

a 

«T3 

V4 

o 


on 

^  I 
cz\ 


< 


o 

a 


o  s 

■U  T 


Cfl  3 


I 

* 


? 

4 


INSTRUMENTATION 


OTHER 


VI 


DOWNSTREAM  C1L\NNEL 


o 

X. 

TJ 

i— i 

o 

E 

03 

TJ 

Vi 

P 

P 

p 

0 

2 

0 

P 

u 

c 

0 

in 

> 

*H 

0) 

£ 

c 

c 

& 

•H 

p 

T3 

TJ 

<U 

• 

C 

P 

Q) 

o> 

03 

P 

TJ 

3 

'O 

G 

rP 

0! 

3 

■H 

0 

c 

03 

cc 

•H 

P 

V}  03 

-H  P  0) 

G  3  P 

G  C  4-J 

o  xj  w 

P  (0  c 

• 

? 

0) 

sT-  4J  0  * 

T3 

C  M  'O  1/1 

•H 

•H  03  P 

G  >  P  P 

•H  rH  CJ  3 

P 

C  3  O  0 

o> 

•r-»  U  P  U 

o; 

TJ 

4-* 

(CHOW 

03  in  *r) 

O 

03  >  04  C 

o 

CO  c 

m 

P  P  03 

ft)  -  3  4-} 

P 

C' 

3 

P  .Q  C 

O 

C  X  TO  TO 

XJ 

»— ( 

03 

P  -  t3  4J 

CN  3 

3 

G  C  C 

O 

—  v.  a  o 

P 

P  -H 

03 

r-l  O  P 

C  4J  .  03 

E 

<  t;  » 

x  —  s  vj 

X  O^H 


P 

c- 

G 

XJ 

c. 

c> 

p 

0 

03 

Vj 

•r”. 

U 

t> 

G 

03 

03 

r— < 

tn 

ID 

TJ 

W 

3 

03 

»— t 

03 

O 

E 

3 

E 

•rH 

O 

O 

O 

P 

X 

O 

r* 

c 

in 

rP 

TJ 

• 

QJ 

C 

o 

TJ 

C 

03 

XJ 

O 

C 

O 

03 

cn 

T* 

«— i 

x: 

p 

P 

u 

p 

3 

• 

£3 

O 

>, 

E 

TJ 

0 

3 

XJ 

fu 

03 

u 

<y 

P 

TJ 

TJ 

p 

Q> 

in 

03 

a> 

p 

CT 

•H 

0 

O' 

in 

c 

c 

p 

03 

c 

03 

E 

E 

2 

TJ 

c 

0 

03 

0 

C  1 

p 

t; 

TJ 

03 

in 

•H 

c 

c 

OrH 

P  CJ 

G 

E  G 

O  03 

px: 

P  u 

P  E 

C  ® 

c  c 

p  p 

p  p 

c/5  w 

tn  o 

in  p 

O  , 

p  P 

G  G 

ra  03 

u 

>*  03 

t— <  -r-i 

p  *3 

• 

G  03 

§ 

V- 

p  in 

03 

p  o 

P 

T  E 

P 

O 

in 

T  ^ 

C 

2 

P  i-H 

0 

G  03 

TJ 

G  P 

c  c 

P 

p  > 

03 

03 

03 

V;  0*2 

P 

0 

E 

O 

C  • 

o 

X  p 

r- 

p 

i 

C  3 

o 

o 

o 

r-*  O 

m 

CHECK  LIST 
ENGINEERING  DATA 
DESIGN,  CONSTRUCTION,  OPERATION 


REMARKS 


XT 


Ml 

mi 

<1 

2' 

u 


Q) 

<1) 

a;  d) 

a 

o 

0 

r  ( 

>— ♦  i— < 

f-H 

rH 

f— i 

x 

X 

X  X 

A 

(G 

(G 

(G  fO 

(G 

fG 

<G 

«— 1 

r— t  «— > 

r— I 

f— < 

i— i 

■  H 

*r-t 

•H  *H 

*rH 

■H 

•  H 

(G 

fG 

fG  tG 

fG 

fG 

(G 

> 

> 

>  > 

> 

> 

> 

< 

< 

<  < 

< 

< 

< 

4J 

4-> 

4J  4J 

4-> 

4J 

4J 

Q 

c 

C  0 

C 

C 

0 

Z 

s 

2 

7L 

2 

P 

c 

c  c 

c 

C 

c 

o 

c 

c  o 

c 

0 

c 

•ri 

♦H  -H 

•f 

•  H 

■r-i 

4J 

4-: 

4-  4-< 

4J 

4- 

4- 

(u 

<G 

(G  IG 

«G 

fC 

fG 

£ 

E  E 

£ 

E 

E 

s_ 

P 

^  >-< 

i-4 

>- 

c 

G 

C  C 

C 

c 

C 

4_ 

U-i 

U-J  Mh 

U-i 

U-i 

U- 

c 

c 

C  C 

C 

c 

C 

h- 

M  M 

♦—1 

i— < 

O 

z 


u. 

C 


MAiriTliNANCf;  Information  Not  Available 

f  >|  ’  I  'NATION  Information  Not  Available 

l>l:C(  lRI)S  Information  Not  Avail  able 


« 


CHECK  LIST 
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ENGINEERING  DATA 


DRAINAGE  AREA  CHARACTERISTICS:  0.12  sc.  mi. 


ELEVATION  TOP  NORMAL  POOL  (STORAGE  CAPACITY):  1269.8  NGVD 


ELEVATION  TOP  FLOOD  CONTROL  POOL  (STORAGE  CAPACITY): 


ELEVATION  MAXIMUM  DESIGN  POOL: 


ELEVATION  TOP  DAM:  1272  NGVD  (106.0  acre-feet) 


CREST :  Spillway 


a.  Elevation  1267.8  ngvd  (t°P  cf  concrete  weir) _ 

b.  Type  concrete  Weir _ 

c .  Width  Approximately  24  inches _ 

d.  Length  16.75  feet _ 

e.  Location  Spillover  r.eft  Abutment _  _ 

f.  Number  and  Type  of  Gates  Three  6-inch-hiah  f  lash'ecards 


OUTLET  WORKS  :  None  observed 


a.  Type  _ 

b.  Location  _ 

c.  Entrance  inverts  _ 

d.  Exit  inverts  _ 

e.  Emergency  dra indown  facilities 


HYDROMETEOROLOGICAL  GAGES:  -.'one 


a.  Type  _ 

b.  Location 

c.  Records 
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